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First Row: Eleanor Smith, Phyllis Raucci, Trulla
Hassakis, Ann Hawley, June Sutton, Charlotte
Prink, Pauline Bruce, Pearl Kilgore, Betty June
O'Conner,   Phyllis  Jean   Gumm.
Second Row: Betty Ruth Ogle, Jo Ann Barnes,
Janet Taylor, Patsy Siccone, June Sandner, Rita
Vee   Martin       Betty  Jo     Thomas,     Jeanne     Collins,
First Row: Louise*.Hasijl,~&i<e Jacobsen, .lean
Crews, Joyce Boteler, Helen, Barry, Helen Hanna,
Ola Lee Havener, Sve,". OSS', Ruth U'itz, Ann Button.
Carolyn Jones, Francis Morrison, Nita Lernmon.
Ruth   Crews,   Jo   Mildred   Zeigler,   Viola.   Smittu
Second Row: John Switt. Marguerite .Moore,
Francella Thompson, Nancy Light font, J'atti Haley,
Phyllis Taylor, Johanna Vester, Putty Rose, Betty
Comstoek, Patsy Jane Craig, v Betty Ann Moore.
Peggy   Constantine,  .Frances   Frier,   Stewart   Water-
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Jerry Kearney.
Third Row: Bobby Koch, Tommy Raines, Tom-
my Wykoff, Virginia Hall, Elouise Blanton, George
Funderburke,   George  Harl y,   Philip   Gibbs.
Fifth Row: Buddy Parker, Teddy Bigham,
Norman Eubanks, Frayne Fennie, Dick Black,
Charles  Barlow,  Charles  Cribbs_
man,   Howard  Smith.
Third Row: Arthur Chesnut, Robert C. Smith.
Carl Loveall, Jack Cribbs, Hugh Poole, Buddy Da-
vies, Joan Grundy, Jean Gatlin, Virginia Ford,
Billy Hamner, Sammy Hyman, Louis Cecotti, Jim-
my  Rogers.
Fourth Row: Ned Marvin, Buster Nigels, Leroy
Cockerham, Hubert Keenan, Roland Ware, Mickey
Hamby, Robert Watts, Harry Prior, Jimmy Wat-
kins,   Dick   Sever,   Dean   Woodward,   John   Bonner,
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